From: Barry Cadden 

Sent: Wednesday, August 15, 2012 4:21 PM 
To: gchin@neccrx.com 
Subject: sodium hyal 

Print the (base) formula from 8/15 + two labels 

I do not see a log for sodium hyal lOmg/ml from back in march? just run a new one for the correct concentration 

( lOmg/ml?) for 100ml for today and use the product from march 
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